TABLE I 
PHILIP MORRIS 


Brand 

Philip 

Morris 

CO, 

mg/cigt. 

TITL 

CO, 

mg/cigt. 

PM-TITL 

Difference 

Benson Sc Hedges 70 

1.0 

1 .3 

-0.3 

Virginia Slims Lights Menthol 100 (Box) 

8.6 

9.2 

-0.6 

Virginia Slims Lights 100 (Box) 

8.8 

8.6 

+0.2 

Parliament Lights 80 

9.2 

9.3 

-0.1 

Merit Menthol 85 

10 .2 

10.4 

-0 .2 

Merit 85 

10 .2 

10.9 

-0.7 

Parliament Lights 85 

10.3 

10.5 

-0 .2 

B & H Multifilter 85 

10.6 

10.5 

+0.1 

Parliament Lights 100 

10.9 

10.8 

+0.1 

B Sc H Multifilter Menthol 85 

11 .0 

10.8 

+0.2 

Merit 100 

11 .6 

11.5 

+0 .1 

Merit Menthol 100 

11.6 

12.1 

-0.5 

Benson & Hedges 100 Lights 

12.1 

12.6 

-0.5 

Benson Sc Hedges Menthol 100 Lights 

12.2 

12.0 

+0.2 

Marlboro Lights 85 (Soft Pack) 

12 .6 

12.6 

0 

Marlboro Lights 100 

13.2 

13.6 

-0.4 

Benson Sc Hedges 85 

* 

13.2 

- 

Alpine 85 

13.3 

13.8 

-0.5 

Marlboro Menthol 80 (Box) 

13 .4 

12.7 

+0.7 

Marlboro Menthol 85 

13.7 

13.6 

+0.1 

Virginia Slims 100 

14.5 

14.7 

-0.2 

Virginia Slims Menthol 100 

14.6 

14.3 

+0.3 

Marlboro 80 

15 .0 

14.7 

+0 .3 

Marlboro 85 

15.1 

15.7 

-0.6 

Marlboro 100 (Soft Pack) 

15.2 

15.4 

-0 .2 

Saratoga 120 

15.3 

15.6 

-0.3 

Benson Sc Hedges Menthol 100 (Box) 

15 .4 

15 .5 

-0 .1 

Benson & Hedges 100 (Soft Pack) 

15.5 

16.1 

-0.6 

Marlboro 100 (Box) 

15.5 

15.5 

0 

Saratoga Menthol 120 

15.6 

15.3 

+0.3 

Benson Sc Hedges Menthol 100 (Soft Pack) 

15.6 

15 .7 

-0 .1 

Galaxy 85 

* 

15.6 

- 

Benson Sc Hedges 100 (Box) 

15.7 

15.5 

+0.2 

Philip Morris International Menthol 100 

* 

16.5 

- 

Philip Morris International 100 

* 

17.6 

- 


NON-FILTERED BRANDS 1 


Philip Morris 70 (NF) 

11 .1 

12.5 

-1 .4 

Players Navy Cut 70 (NF) 

12.2 

14.2 

-2.0 

P.M. Commander 85 (NF) 

13.7 

15.6 

-1 .9 


*Philip Morris International 100, plain and menthol, introduced dilution 
in June, 1979. P.M. International 100 lowered CO delivery from 19.6 to 
16.0 mg/cigt.; P.M. International 100 menthol lowered CO delivery from 
18.3 to 16.7 mg/cigt. Galaxy 85 introduced dilution in August, 1979 
lowering CO delivery from 16.6 to 14.4 mg/cigt. Benson & Hedges 85 
increased its dilution in August, 1979 lowering the CO delivery from 
14.5 to 11.6. 

1 Philip Morris data was obtained using the standard dental dam; TITL 
smoked non-filtered brands using sleeving. 
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